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MARY EMMA SQUIRE (maternal grandmother of HLRP) 


born: September 30, 1854 in Clinton, Pa. 


died: January 20, 1948 at The Homestead; buried in Clinton 
Church Cemetery (died at 11:30 PM) 


Married: Theron Orsemus Loomis (February 25, 1848--November 26, 


1911; buried in Clinton Church Cemetery) on March 24, 
1880 


Their issue: 


l. Ora Esmarilda Loomis (married William Anderson Russell) 

2. Edna Pearl Loomis (born December 29, 1885 in Clinton Town- 
ship, Pa.; married LeRoy Besley Loomis on July 20, 1938 
(LeRoy B. Loomis died December 25, 1958) 


In Mary Emma Squire's Bible, her daughter, Ora, wrote the 
following: "Mary Emma Loomis died Jan. 20, 1948 age 93 yrs 
8 months at Russell Homestead Fell Twp." 





For a description of the exact location of the house 
wherein Mary Emma Squire was born, see pp. 2542-2543 
of Vol. I of SRP. 


Mesh bar neenen Ñ o h beth. 
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